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UNCLASSIFIED 

PAGE 01 TEHRAN 03821 241406Z 

43 

ACTION H-02 

INFO OCT-01 NEA-09 ISO-00 EB-07 /019W 

028501 

R241310Z APR75 
FM AMEMBASSY TEHRAN 
TO SECSTATE WASHDC 1236 
INFO USDOC WASHDC 

UNCLAS TEHRAN 3821 

FOR H TO PASS TO SENATOR HERMAN E. TALMADGE AND SENATOR SAM DUNN 
FROM CHARGE D'AFFAIRES JACK C. MIKLOS 

E.O. 11652: NA 
TAGS: BEXP 

SUBJ: IRANIAN MINISTRY OF HEALTH HOSPITAL PROJECT 

REE: TEHRAN 3343 

1 . IN RESPONSE TO YOUR TELEX OF APRIL 23, THE MINISTRY OF HEALTH'S 
6000 BED HOSPITAL PROJECT HAS BEEN AWARDED AS EOLLOWS: 2000 BEDS 
AMERICAN MEDICORP, 2000 BEDS JELICOE GROUP (UK) AND 2000 BEDS 
FRENCH CONSORTIUM. AMERICAN MEDICORP AWARD MADE LATE 1974 AND 
FRENCH/BRITISH AWARDS MADE THIS WEEK. 

2. REGRET CHARTER MEDICAL CORPORATION AND OTHER US GROUPS NOT 
SUCCESSEUL, BUT GOOD PROSPECTS FOR US HOSPITAL FIRMS EXIST IN 
UPCOMING MINISTRY OP SOCIAL WELFARE AND MINISTRY OF SCIENCE AND 
HIGHER EDUCATION PROJECTS. CHARTER MEDICAL CORPORATION IS 
PURSUING BOTH OF THESE PROJECTS. 

3. US-IRANIAN BILATERAL AGREEMENT PROVIDES THAT 3000 HOSPITAL 
BEDS WILL BE AWARDED TO AMERICAN CONCERNS. FRENCH AND BRITISH 
HAVE SIMILAR AGREEMENTS WITH IRANIAN GOVERNMENT WHICH MAY 
EXPLAIN PATTERN OF CONTRACTS THUS FAR AWARDED. 

MIKLOS 


UNCLASSIFIED 


NNN 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 05 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 24 APR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975TEHRAN03821 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 44-0402 
From: TEHRAN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 975041 9/aaaaarkx. tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION H 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 TEHRAN 3343 
Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 08 JUL 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08 JUL 2003 by SilvaL0>; APPROVED <03 FEB 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassifled/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: IRANIAN MINISTRY OF HEALTH HOSPITAL PROJECT 
TAGS: BEXP 
To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassifled/Released US Department of State EO Systematic Review 05 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



